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PHYSICAL TESTS 

The results of the cigarette physical tests from-August 1979 to 
May 1980 were given to Dr. U. Kreuter, who will make a complete 
statistical evaluation. 


The new cigarette samples will be distributed at the beginning 
of September 1980. 


PRESSURE DROP AND DILUTIONi INSTRUMENT EX RICHMOND 


The first PDI/DDI instrument was set up in the development lab 
to measure prototype cigarettes. 


MISCELLANEOUS 


One RTD/Dilutioni instrument as well as one papier porosity tester 
were dispatched to Amer-TUpakka. 
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